TRAFFIC COLLISION REPORT 


DATE AND TIME: August 01, 2014 1225 


LOCATION OF COLLISION: Johnny Grant Way at Highland Ave. 


Traffic Collision Summary: 


V-1 (Bicycle) N/B Highland Ave on the West sidewalk, negotiating an 
arching left turn onto W/B Johnny Grant Way collided with V-2 (Bicycle) E/B 
Johnny Grant Way on the South sidewalk. 


POINT OF IMPACT: 


PI was determined by the at rest positions of V-1 and V-2 and P-1 and P- 
2’s Statements. 


Point of impact was measured by BID Officer Rosales using step pacing. 
BID Officer has a 3 foot heal to toe pace step. 


POI: 24 feet S/S of Johnny Grant Way 


36 feet W/W of Highland Avenue. 


TRAFFIC COLLISION INVESTIGATION: 

Upon arrival V-1 and V-2 were at rest position on the sidewalk. 
V-1 Red, Cannondale, Saeco, Caad 4, road bicycle. 

V-2 Black, Giant Revel, Mountain bicycle. 

P-1 and P-2 were standing next to V-1 and V-2. 

P-1 was not wearing a bicycle helmet. 

P-2 was wearing a black Giro bicycle helmet. 


| (BID Officer Rosales) conducted a brake check of V-1 by squeezing on the 
front and rear brake levers of V-1. The brakes were found to be in good 
working order. 


| (BID Officer Rosales) conducted a brake check on V-2 by squeezing on the 
front and rear brake levers of V-2. The brakes were found to be in good 
working order. 


Tires on V-1 and V-2 had good tread on the front and rear tires. 


V-1 had no led lighting or reflectors on the V-1, at the time of the 
investigation. 


V-2 had white flashing head lamp and red and white reflectors attached to 
the handle bars and a rear red flashing tail lamp located and attached to 
the rear of the bicycle rack. All in good working order. 


SKID MARKS: 


| observed a skid mark extending from the rear wheel of V-1. The skid 
mark was approximately 4 feet long. 


Located: 

24 feet S/S of Johnny Grant Way. 

36 feet W of W of Highland Avenue. 

No skid marks observed from V-2 during investigation. 
INJURIES: 

P-1 No injuries complained of. 


P-2 Had a scratch on his right eye lid. No complained of injuries. P-1 
refused medical treatment and advised that he would seek his own 
medical treatment at a later date. 


